CONCORDIA 
UNIVERSITY : 


Starting time changed for Stinger football Saturday 


The Concordia Stingers will host the University of Ottawa 
Gee-Gees this Saturday afternoon (September 26) at the Loyola 
Campus Field in their 1987 Ontario - Quebec Interuniversity 
Athletic Union (O-QIFC) regular season home opener. Fans should 
take note that the start of the contest has been moved back two 
hours to 3 pm., so aS not to conflict with a game across Lown 
between McGill and Bishop's. 

Concordia won its first game of the season September 12, 
upsetting Queen's 27-20 in Kingston. Last a iturday the Stingers 
were defeated 31-20 in the Shaughnessy | Cup Shrine Bowl by the 
Redmen at McGill 

The Stingers are led offensively by exciting rookie 
quarterback Ron Aboud, whose older brother Patrick snaps the 
ball to him at centre. Outstanding veteran running back Joe D'Elia 
and standout wide receiver Tony Diorio both return to the lineup 
this week from the injury list. 

Meanwhile, in soccer action, Concordia’s two varsity teams 
begin play this week with the women starting things off 
Wednesday (September 23) when they host Sherbrooke (5 pm.) 
at Layo. This Sunday (September 27) at noon McGill will be the 
visitors while at 2 p.m. the same two schools will kick off action in 
men's competition. 
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